RESOLUTION FOR CORRECTION OF ORDINANCE 
NO. S-115-81 


WI- VEAS, the Common Council of the City of Fort Wayne, 
Indiana did on the 5th day of May, 19 81 adopt Special 
Ordinance No. S-115-81 approving a contract between the City 
of Fort Wayne, Indiana and Diversified Utilities, Inc. et 
al., for the purchase by the City of sewage and water 
systems operated by said sellers in St. Joseph and Adams 
Township lying east and south of the St. Joseph River; and 
WHEREAS, thru a scrivener's error the reference to 
Adams Township was inadvertently omitted; and 

WHEREAS, the Common Council is desirous of correcting 
said scrivener's error nunc pro tunc; 


NOW, THEREFORE, BE IT RESOLVED: 

SECTION 1. That the scrivener's error contained in 
Special Ordinance No. S-115-81 is now corrected nunc pro 
tunc and the description of the area included within the 
designated service area of Diversified Utilities, Inc., 
Puritan Utilities, Inc. and Maplewood Park Utilities, Inc. 
shall include portions of Adams Township as well as 
St. Joseph Township serviced by said utility companies lying 
south and east of the St. Joseph River. 

SECTION 2. The Clerk of the City of Fort Wayne, 
Indiana is herewith directed to make such appropriate 
entries and notations in his records and in the records of 
the proceedings of the Common Council of the City of Fort 
Wayne, Indiana as may be necessary to reflect this nunc pro 
tunc correction. __ 


/) 


A/h 




(SEAL) 


Charles W. Westerman 

ci,ty' Clerk 




